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This expression does not seem to be easy to integrate. 



MISCELLANEOUS. 

96. Proposed by H. M. GASH, Lore City, Guernsey County, Ohio. 

A stick of timber is 12 feet long, 8 inches deep, and 3 inches wide at one end, and 5 
inches deep, and 12 inches wide at the other end. An what distance from either end 
should it be cut to divide it into two equal parts ? 

Solution by H. C. WHITAKEB, A.M., Ph.D., Manual Training School, Philadelphia, Pa., and G. B. M. ZEEE, 
A. M., Ph. D., The Temple College, Philadelphia, Pa. 

By the Prismoidal Formula, Volume=i(upper base-f-lower base+4 mid- 
dle section) X height. 

Hence, the volume of the whole stick equals 

i (8 X 3 + 5 X 1 2+4 X V X-V) .X 144=6696. 

Denote the distance of the required section from the 8x3 end by x, the 
depth at that section by y, the width by z. Then y=S—^x, and z=B + ^x ; also 



i[8x3+, 2 + 4(^)P+*)]*=3348. 



Whence x 3 -504* 8 -55296a;+7713792=0. 
a;=84.8856 inchest feet, 0.8856 inches. 

Also solved by B. L. MOORE. 

97. Proposed by G. B. M. ZEES, A. M., Ph. D., Professor of Chemistry and Physics, The Temple College, 
Philadelphia, Pa. 

A spherical soap-bubble is electrified in such a way that the excess of the internal 
over the external air pressure is 2* when the bubble is. in equilibrium. How does the ten- 
sion of the film vary with the electric density ? 

Solution by the PBOPOSEE. 

Let p be the excess of internal over external pressure, ff=electrical densi- 
ty, t=tension, r=radius of bubble. 

Then p-\-2nff 2 =2t/r, (see Minchin, Vol. II, page 487, third edition). 
Butp=2?r. 

.-. 2*r(l+o-3)=2t, or T -L.= J rr. 



